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MEMORANDUM FOR: 

SUBJECT: 

REFERENCE: 


Comptroller, SO/SAT 

FT 1968 Budget Estimate* 

DD/SfcT-3730-66, dated 
18 July I960 


X. m accordance with paragraph 7 of 
reference memorandum, attached are two copies of 
the OSA FT 1968 Budget Estimate*. 

2. Budget Division copies of the Budget 
Estimates sill be retained in this office until 

completion of your review. 


(Signed) Paul N. Bacalis 

PAUL K. BACALIS 
Colonel, USAF 

Director of Special Activities 
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